Vapes bars 15000 puffs 


VAPES BARS GHOST SHISHA 15000 PUFFS 5MG 
NICOTINE DISPOSABLE VAPE AVAILABLE IN DUBAI: 


The VAPES BARS Ghost Shisha 15000 Puffs Disposable Vape is a premium option for 
those seeking a convenient and long-lasting vaping experience in Dubai. With an 
impressive vapes bar 15000 puffs per device, this vape allows users to savor their 
favorite flavors for a prolonged duration without needing to refill. It features a 
rechargeable 1100 mAh battery, combining performance and ease of use to provide 
ultimate satisfaction. 


KEY SPECIFICATIONS: 


The VAPE BAR Ghost Shisha Disposable Vape is a top-tier product from the Vapes 
Bars brand. This model stands out with its ability to deliver up to 15000 puffs, ensuring 
extended use. It features a rechargeable 1100 mAh battery, combining convenience 
with high performance. Additionally, the vape contains 0.5 mg of nicotine, providing a 
satisfying experience for users. 


AVAILABLE FLAVORS: 


Blue Razz Lemonade: A refreshing blend of tangy blue raspberry and lemonade 
Cherry Fiesta: A burst of ripe cherries with a smooth, satisfying finish. 

Grape Mint: Juicy grapes expertly combined with a cool minty breeze. 

Gum Mint: Classic mint gum flavor that leaves a fresh taste. 

Lemon Mint: A zesty lemon flavor paired with a touch of mint for a refreshing 
vape. 

Lush Ice: A cool blend of watermelon with an icy finish for a refreshing effect 
Magic Love: A unique blend of exotic flavors. 

Mango Ice: Sweet, tropical mango complemented by a refreshing icy touch 
Peach Ice: Juicy peaches paired with a menthol chill for a refreshing twist. 
Two Apple: A duo of red and green apples for a crisp and sweet experience. 


FREQUENTLY ASKED QUESTIONS: 


Q: How long does the VAPES BARS Ghost Shisha 15000 Puffs Disposable 
Vape last? 


A: The VAPES BARS Shisha is designed to provide approximately 15000 puffs, making 
it one of the longest-lasting disposable vapes available. 
Q: Can | recharge the VAPES BAR Ghost Shisha? 


A: Yes, it comes with a rechargeable 1100 mAh battery to ensure you can use the 
device until all the e-liquid is consumed. 
Q: What nicotine content does the VAPE BARS Ghost Shisha have? 


A: The device contains 0.5 mg of nicotine, offering a balanced and satisfying vape. 
Q: Where can | purchase the VAPES BAR Ghost Shisha in Dubai? 


A: The VAPES BARS Ghost Shisha 15000 Puffs Disposable Vape is available at various 
vape shops and online retailers in Dubai. 


